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TAGS: ASEC 

SUBJECT: TORREX X-RAY UNITS 

REF: MANILA 17755, MANILA 17787 (NOTAL), STATE 305412 

1 . STATE REFTEL ADVISED OF SHIPMENT TO TSO MANILA 

OF TWO TORREX X-RAY UNITS RATED FOR 1 10 VAC 60 HERTZ 
POWER. 

2. MANILA REFTEL ORIGINALLY REQUESTED A TOTAL OF 
THREE TORREX UNITS. TWO FOR INSTALLATION MANILA 
(REFTEL 17787) AND ONE FOR INSTALLATION IN JAKARTA 
(REFTEL 17755). THESE SAME REFTELS IDENTIFIED LOCAL 
AC POWER REQUIREMENTS, 60 HERTZ FOR MANILA AND 50 
HERTZ FOR JAKARTA. 

3. TSO MANILA NOW ASSUMES THAT TWO TORREX UNITS 
DESTINED FOR MANILA ARE INTENDED FOR USE, ONE IN 
MANILA AND THE OTHER IN JAKARTA. IF THIS IS 
CORRECT, ADVISE ADAPTABILITY OF 60 HERTZ RATED 
TORREX UNIT WHEN USED WITH 50 HERTZ POWER. IF 
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POWER CONVERSION MUST BE ACCOMPLISHED, PLEASE 
PROCURE AND POUCH TO TSO MANILA FOR INSTALLATION. 
NEWSOM 
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